NYSE 


NYSE Data Cancellation of Service 
for Non-Real Time Data Products 





Customer Initiated Cancellation of Service: 


The NYSE requires a minimum of 30 days prior written notice to the NYSE or as defined in the Exhibit A 
governing the NYSE Data product, copying your delivery vendor (if applicable) should you wish to cease receipt 
of NYSE data. 


Cancellation notices should be sent to marketdatahelp@nyse.com and shall include the following information: 
legal name of the entity receiving the NYSE Service, the NYSE Services which are being terminated; date of 
effective termination; and the name; title of person authorizing the termination and reason for termination. 


NYSE reserves the right to request additional information. 


Please note that your contract/agreement with the NYSE is different and separate from the contract you have 
with your delivery vendor. Please consult with your delivery vendor on their termination terms and conditions. 


This document is a summary intended to set forth NYSE PDP non-real time data cancellation guidelines. Questions and/or circumstances not covered in 
this document should be referred to NYSE for the determination of applicable fees and procedures. 
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